


2000 Watt MOLEQUARTZ DOUBLE-BROAD Type 3221 


TYPE 3221 MOLEQUARTZ DOUBLE-BROAD 


i 

RICHARDSON 


Type 32218 
Diffuser Frame 


Type 3216 

Diffuser Holders (pair) 


Type 3224 

Glass Diffuser Frame Assembly 


(above) 

Type 3221 Molequartz 
Double-Broad, with 
Type 3216 Diffuser 
Holders (pair), and 
Type 3224 Glass 
Diffuser Frame 
Assembly, Suspended 
overhead with 
Type 1201 C-Clamp and 
Type 500119 Adapter. 

(left) 

Type 3221 Molequartz 
Double-Broad, with 
Type 3216 Diffuser 
Holders (pair), 

Type 3224 Glass 
Diffuser Frame 
Assembly, Mounted on 
Type 4065.1A Pedestal. 


FEATURES 

□ Provides soft even light in a rectangular 
field, with edge-to-edge, top-to-bottom 
uniformity. 

□ 3 levels of illumination may be obtained 
with globes of different wattage ratings 
installed, by operating lamp switches. 

□ New Molebrite Alzak aluminum 
reflectors provide soft, diffused illumination. 

□ Uses 500 watt, 750 watt, or 1000 watt, 
long life, 3200°K, constant color 
temperature, non-blackening, quartz- 
iodine globes. 

□ Specially designed U-shaped yoke will fit 
any Baby-size pedestal or hanger. 

□ Well ventilated. 

□ Light weight for easy hanging, 
wt. IIV 2 lbs. 

SPECIFICATIONS 

Head: Type 3221 

construction: Sheet steel. 

reflector: Aluminum, special Molebrite 
Alzak surface. 

sockets: Compressible, single contact. 

cable: 25 feet, Type S, 2-Conductor #12 
AWG. (When ordering specify stage or 
two-prong plug.) 

switches: 2 Toggle switches mounted on 
lamp. (One switch for each globe.) 

globes: Not included in price. 1000, 750, 
500 or 300 watts, frosted or clear. 
Frosted recommended for smoother field. 
See Price List 105 for complete details . j 


PEDESTAL: Type40651A. 

Low: 40 inches. 

High: 100 inches. 

(2 extensions.) 

Pedestal Top to Light 
Center * 7 ^ 

WEIGHTS: Head IU /2 lbs. Pedestal 
I 6 V 2 lbs., Total 28 lbs. 
FINISH: Baked maroon enamel. 

ACCESSORIES 

Type 3216 Diffuser Holders (Pair) 


Type 3224 
Type 32218 


Needed for all accessories. 
Glass Diffuser Frame 
Assembly 
Diffuser Frame 
Type 3222 IS Single Lamp Scrim 
Type 32221D Double Lamp Scrim 
Type 32223S Half Single Lamp Scrim 
Type 32223D Half Double Lamp Scrim 
Type 32225S Single Silk 
Type 32225D Double Silk 

Output with Q1000T3/4 Frost Globes 




DISTANCE 

FEET 

LIGHT 

INTENSITY 

FC 

LIGHTED AREA* 
DIMENSIONS- FEET 

WIDTH 

HEIGHT 

4 

2300 

5 

3.2 

8 

600 

10 

6.4 

12 

280 

15 

9.6 

16 

160 

20 

12.8 


*Soft light tapers smoothly at edges of field. 
Dimensions listed define boundaries at which 
intensity is approx. 50% of maximum intensity. 


A recognized standard in Hollywood Sfudios 
937 North Sycamore Avenue 
Hollywood, California 90038 
Area code: 213 Telephone: 654-3660 







MOLEQUARTZ, SOLARSPOT, and MOLARC LIGHTING EQUIPMENT ■ GENERATOI 
MICROPHONE BOOMS and PERAMBULATORS « GRIP and SPECIAL EFFECTS EQUIPMENT 


Fresnel Lens Solarspots 


Portable Generators 


Conelites 


Molenser 


Windmachine Moleffect 


Titan Molarc 


Microphone Boom and Perambulator 


Fogmaker Moleffect 



PRICE LIST NEWS BULLETIN 105 



2000 Watt MOLEQUARTZ DOUBLE-BROAD Type 3221 


2000 Watt MOLEQUARTZ DOUBLE-BROAD Type 3221 


TYPE 3221 HEAD 

PRICE 

CARTON 

PACKING 

$ 108.50 

$ 1.65 

LIGHT CONTROL 

Type 3216 

Diffuser Holders (Pair) Needed For All Accessories 

$ 4.75 


ACCESSORIES 

Type 3224 

Glass Diffuser Frame Assembly 

12.95 



Type 32218 

Diffuser Frame 

6.00 



Type 32221S 

Single Lamp Scrim 

6.25 



Type 32221 D 

Double Lamp Scrim 

6.75 



Type 32223S 

Half Single Lamp Scrim 

6.25 



Type 32223D 

Half Double Lamp Scrim 

6.75 



Type 32225S 

Single Silk 

6.25 



Type 32225D 

Double Silk 

6.75 


MOUNTING & HANGING 

Type 500179 

Caster Post 

$ 3.25 


FIXTURES 

Type 500141 

Baby Wall Plate 

5.85 



Type 500144 

Baby Pedestal Bracket 

11.80 



Type 500250 

Baby Pedestal Double Head 

13.80 



Type 500216 

Baby Pedestal Triple Head 

17.50 



Type 1201 

C-Clamp 

3.30 



Type 500119 

Adapter 

5.65 



Type 500190 

Baby Trombone 

34.60 


PEDESTALS 

Type 40651 A 

Baby Size Standard 

$ 37.00 

$ 1.40 


Type 1391 

Baby Size Low 

34.80 

1.40 


Type 1581 

Baby Size Sky-Hi 

65.90 

2.80 


Type 3281 

Baby Size Standard Litewate 

23.85 

1.00 


Type 1851 

Baby Size Sky-Hi Litewate 

30.00 

1.40 


Type 75 

Comet Lamp Boom 

159.95 

3.25 


GLOBES 


ORDERING 




DEGREES 

APPROX. 



WATTS 

CODE 

BULB 

BASE 

FILAMENT 

KELVIN 

LIFE HOURS 



1000 

Q1000T3/4 (Frost) 

T-3 


C-8 

3200 

500 



1000 

Q1000T3/4CL (Clear) 

T-3 

Recessed 

C-8 

3200 

500 



750 

Q750T3/4 (Frost) 

T-3 

C-8 

3200 

350 

PRICES 


750 

Q750T3/4CL (Clear) 

T-3 

Single 

C-8 

3200 

350 

UPON 


500 

Q500T3/4 (Frost) 

T-3 

Contact 

C-8 

3200 

250 

REQUEST 


500 

Q500T3/4CL (Clear) 

T-3 

(AM) 

C-8 

3200 

250 



500 

Q500T3 (Frost) 

T-3 

C-8 

3025 

2000 



500 

Q500T3/CL (Clear) 

T-3 


C-8 

3025 

2000 



300 

Q300T3/CL (Clear) 

T-3 


C-8 

2950 

2000 



Prices are F.O.B. our plant with shipment by the least expensive carrier unless you specify differently. All prices are subject to a packing charge. 
Terms net 30 days. Shipment to customers whose credit is not established will be made C.O.D. Prices are subject to change without notice. 






MOLEQUARTZ NOOKLITES 



PRICE LIST BULLETIN 106 


937 NORTH SYCAMORE AVENUE ■ HOLLYWOOD, CALIFORI 

AREA CODE 213 ■ TELEPHONE 


MOLEQUARTZ, SOLARSPOT, and MOLARC LIGHTING EQUIPMENT ■ GENERATORS 
DISTRIBUTION ■ MICROPHONE BOOMS and PERAMBULATORS ■ GRIP and SPECIAL EFFECTS EQUIPMENT 








CARTON 




PRICE 

PACKING 

Type 2911 One-Light Nooklite with mounting brackets 

$33.50 

$ .75 

Type 2931 Three-Light Nooklite with mounting brackets 

74.50 

1.00 

LIGHT CONTROL 

Type 29132 

2-Leaf Light Shield 

$ 6.75 


ACCESSORIES 

Type 29134 

4-Leaf Light Shield 

8.75 



Type 29145 

Spun Glass Diffuser Holder 

8.50 



Type 29152 

Spun Glass Diffuser (6%" x 8") 

.25 


MOUNTING & HANGING 

Type 29120 

One-Light Yoke 

$ 6.25 


FIXTURES 

Type 29320 

Three-Light Yoke 

8.00 



Type 29113 

Handle 

.85 



Type 5003 1 1 

Right Angle Baby Spud Adapter 

7.70 



Type 23523 

%" to %" Spud Adapter 

3.25 



Type 500326 

Gator Grip with %" Spud 

7.00 



Type 500327 

Baby Spud Pole Adapter 

4.00 



Type 2355 

Base Plate 

2.25 



Type 500179 

Caster Post 

3.25 



Type 500141 

Baby Wall Plate 

5.85 



Type 500144 

Baby Pedestal Bracket 

11.80 



Type 500190 

Baby Trombone 

34.60 



Type 500250 

Baby Pedestal Double Head 

13.80 



Type 500216 

Baby Pedestal Triple Head 

17.50 



Type 500119 

Adapter 

5.65 



Type 1201 

C-Clamp 

3.30 


PEDESTALS 

Type 2541 

Compact Litewate Baby Size Pedestal 

$29.50 

1.40 


Type 40651 A 

Baby Size Standard 

37.00 

1.40 


Type 1391 

Baby Size Low 

34.80 

1.40 


Type 1581 

Baby Size Sky-Hi 

65.90 

2.80 


Type 1851 

Baby Size Sky-Hi Litewate 

30.00 

1.40 


Type 3281 

Baby Size Standard Litewate 

23.85 

1.00 


Type 75 

Comet Lamp Boom 

159.95 

3.25 

CABLE EXTENSION 

Type 29312 

Nooklite Extension Cable, 25 ft. 

19.50 


(Three-Light only) 

2-way female twistlock one end (specify your requirement on other end). 




GLOBES 


WATTS 

ORDERING 

CODE 

BULB 

BASE 

650 

FAD (Clear) 

T-4 

Recessed 

650 

FBX (Frost) 

T-4 

Single 

650 

DWY (Clear) 

T-4 

Contact 

650 

FCA (Frost) 

T-4 

(all) 

420 

FFM (Clear) 

T-4 


400 

Q400T4/CL (Clear) 

T-4 



FILAMENT 

DEGREES 

KELVIN 

APPROX. 
LIFE HOURS 


CC-6 

3200 

125 


CC-6 

3200 

125 

PRICES 

CC-6 

3400 

30 

UPON 

CC-6 

3400 

30 

REQUEST 

CC-6 

3200 

75 


CC-8 

3000 

2000 



Prices are F.O.B. our plant with shipment by the least expensive carrier unless you specify differently. All prices are subject to a packing charge. 
Terms net 30 days. Shipment to customers whose credit is not established will be made C.O.D. Prices are subject to change without notice. 

Litho in U.S.A. 



RICHARDSON 



